To: McComb, Martin[McComb. Martin@epa.gov] 

From: Adamczyk, Megan 

Sent: Sat 8/15/2015 12:55:09 PM 

Subject: FW: Effluent Photos 

IMG 1799.JPG 
IMG 1792.JPG 


Pictures from Megan O. 

I’ll check with the field teams this morning. 


From: Oiler, Megan 

Sent: Saturday, August 15, 2015 6:36 AM 
To: Adamczyk, Megan 
Cc: Boyd Breeding 
Subject: Effluent Photos 


These are the best pictures I have. 1799 is an overview of ponds 2-4 and 1 792 is a view of the 
discharge coming out of pond 3 on 8/11. Would you like Boyd to get a different picture today? 


Megan Oiler 

Assistant Engineering Associate 

Weston Solutions 
Office: 303-729-6180 

Cell: 720-635-6826 


CONFIDENTIALITY : This email and attachments may contain information which is 
confidential and proprietary. Disclosure or use of any such confidential or proprietary 
information without the written permission of Weston Solutions, Inc. is strictly prohibited. If you 
received this email in error, please notify the sender by return e-mail and delete this email from 
your system. Thank you. 
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